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Foreword 



Review of past events enables better understanding of the pre- 
sent and strengthens resolve to improve the future. On the 
forty-fifth anniversary of the Army Medical Specialist Corps, 
this volume details the contributions of occupational thera- 
pists, dietitians, and physical therapists who have served in the United 
States Army. It reflects upon the historical personages and events which 
shaped and structured the development of the Corps. 

Even though the Corps is the youngest of the six Army Medical Depart- 
ment's Corps, it has quickly matured into a group of professionals mak- 
ing significant contributions to the total team. An overview is presented 
of current activities as well as considerations of future developments 
within the Corps. We look forward to welcoming the newest specialty- 
physician assistants— into the Army Medical specialist Corps, a cadre of 
highly professional and dedicated officers. 

We extend our sincere appreciation to past and present members of 
the Corps, to members of the allied health professions, military and 
civilian, and to the United States Army Medical Department for its di- 
rection and support for almost a half-century. 

Washington, D.C. ROY A. SWIFT 

January 1992 Colonel, USA 

Chief, Army Medical Specialist Corps 



Preface 



The fundamental purpose in composing the text and acquiring 
the collection of photographs for this commemorative mono- 
graph was to provide a review of the historical events which af- 
fected the formation and development of the Army Medical 
Specialist Corps and to trace the influence of the persons whose vision, 
courage, and commitment contributed to the character of the Corps. 

The introduction defines the present mission of the Corps and the cur- 
rent operations structured to support that mission. The historical review 
traces the involvement of dietitians, occupational therapists, and physi- 
cal therapists in the Army Medical Department from World War 1 to their 
contributions in Operation Desert Storm. Care was exercised to reflect 
upon the development of the three specialties as national professional 
organizations in the civilian medical community and to illustrate the in- 
teractions, through time, between Army physical therapists, dietitians, 
and occupational therapists and these professional organizations. As this 
volume goes to print, the Corps is integrating physician assistants into 
the Army Medical Specialist Corps following enactment of federal legis- 
lation. The monograph's final paragraphs address current Corps activities 
which offer promise in molding the Corps' role in the challenging world 
of the twenty-first century. 

This monograph was completed with the strong support of Brig. Gen. 
Harold W. Nelson, Chief of Military Histoiy, and Col. Roy A. Swift, Chief, 
Army Medical Specialist Corps. The Corps extends sincere appreciation 



to the staff of the U.S. Army Center of Military History and to the Chief of 
Military History for their contributions and guidance. The author is also 
grateful for the research assistance provided by Mr. Thomas Mc Masters 
and the staff of the U.S. Army Medical Historical Holdings, Fort Sam 
Houston, Texas; Mr. Phillip Cavanaugh and the staff of the U.S. Army 
Quartermaster Museum, Fort Lee, Virginia, especially Mr. Luther Hanson; 
CSM Terry Nigh, Mr. Ronald Still, and the staff of the Command Histo- 
rian, Health Services Command; the staff of the U.S. Army Military His- 
tory Institute, Carlisle Barracks, Pennsylvania, especially Dr. James Wil- 
son; and the staff of the Center of Military History including Mr. Morris 
MacGregor, former Acting Chief Historian, Col. Robert Sholly, Histories 
Division chief, Miss Hannah Zeidlik, Mrs. Geraldine Harcarik, and Mr. Jim 
Knight, and especially Mr. John Elsberg, Editor in Chief, Ms. Catherine 
Heertn, and the production staff. 

Others providing critical assistance were Mrs. Mary Binderman, Librar- 
ian, American Occupational Therapy Foundation, Rock vi lie, Maryland; 
Mrs. Mary Kate Duggan, Assistant Head, Collection Access Section, Na- 
tional Library of Medicine, Bethesda, Maryland; Ms. Phyllis Quinn and 
Mr. Bernard Marcotte of the Information Services staff, American Physi- 
cal Therapy Association Archives, Alexandria, Virginia; Mr, Michael 
Rhode, Archivist, Otis Historical Collection and Archives, National Mu- 
seum o! Health and Medicine, Armed Forces institute of Pathology, 
Washington, DC; and, especially, Mr. Richard Boy Ian, Supervisory 
Archivist, National Archives, Washington, DC. Likewise, the author ex- 
tends her gratitude to Mr. Jerry Harben, Editor, HSC Mercury, for his as- 
sisting the author's research in this periodical. 

The author gratefully acknowledges the personal responses contributed 
by Col. June Williams McDonald, Col. Katherine Manchester, Col. lessie 
Brewer, Col. Patricia Accountius, Col. Barbara Gray, Col. Mary Armstrong 
Kelso, Col. Richard Lynch, Col John Moore, Col. Carole Buss, Col. Jean 
Chambers and Col. Marilyn Walker, USAF, Col. Jane Sweeney, LL. Coi. Paul 



Ellsworth, Lt. Col. Mary Welsh Bridenstine, Lt. Col. John Reardon, Lt. Col. 
Patricia Miller Hodges, Lt. Col. Millard Laney, Lt. Col. Kathleen Hirsh, and 
Maj. Dale Hill. The author recognizes as of special note the work of Lt. Col. 
Willard Eazer and Col, Mary Van Harn while assigned to the Army Center 
of Military History in preserving and recording historical data related to the 
activities of the Corps during the Vietnam War. 

The content of the commemorative benefited greatly from the com- 
mentaries and photographs provided by Lt. Col. Donald Ruehle, Lt. Col. 
James Rousey, Lt. Col. Corliss Trom, Lt. Col. Walter Cosey, Capt. Beverly 
Patton, Capt. Robert Moore of the USARIEM staff, and, of special men- 
tion, by Maj. Mary Laedtke, regarding their deployment and service dur- 
ing Operation Desert Storm. 

Historical data defining the involvement of Corps personnel in re- 
search and development while assigned to the United States Army Re- 
search Institute of Environmental Medicine, Natick, Massachusetts, and 
information directed toward current research objectives were provided 
for the commemorative most expeditiously by Lt. Col. Nancy King and 
Majs. Cecilia Thomas and Valerie Rice. 

The author wishes to thank Col. William Goodwin and Maj. Debra 
Berthold, AMSC Branch, PERSCOM, for their courteous and precise replies 
to the inquiries regarding Corps personnel status, both currently and of 
historic vintage, during the months involved in preparing this commemo- 
rative. And, singularly among all contributors to this volume, the author 
appreciates the insight and precise definition of historical events provided 
by Miss Virginia Williams, executive secretary to six Chiefs of the Army 
Medical Specialist Corps. 

The members of the review panel for the Army Medical Specialist 
Corps Forty-fifth Anniversary Commemorative monograph were Col. Roy 
Swift, Chief, AMSC, Col. Clyde Bell, Chief, Occupational Therapist Sec- 
tion, AMSC, Col. William Greathouse, Chief, Physical Therapist Section, 
AMSC, and Col. Karen Fridlund, Chief, Dietitian Section, AMSC, Office of 



the Army Surgeon General, and Dr. Mary Gillett and Dr, Albert Cowdrey, 
senior historians with the Histories Division, U.S. Army Center of Military 
History The author sincerely appreciates the review of the completed 
manuscript by Dr. Jeffrey Clarke, Chief Historian, Center of Military His- 
tory. Their commentaries provided during the composition of the vol- 
ume, in addition to their final review, have provided direction and insight 
for which the author is sincerely grateful. However, the author alone ac- 
cepts responsibility for any errors of fact or omission found in the text 
that follows. 



Washington, D.C. 



ANN M. RITCHIE HARTWICK 
Colonel, USA 
AMSC Historian, CMH 
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itten in remembrance of the 

ousands of individuals 
ho through time formed the 
s, giving purpose, structure, 
and character to its 
unique history, this commemorative 
dedicated to young Corps 
professionals with the 
intention that they develop 

appreciation of their 
Corps histoiy and take pride 
in their heritage. 




To Those Who Served 



Rappelling forms part of contemporary combat support trainit 
for physician assistants. (U.S. Army Center of Military Histon 
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The Present: April 1992 



The Army Medical Specialist Corps is one of six Army medical 
corps established by Congress to serve under the direction of 
the Army Surgeon General. The Corps is composed of occu- 
pational therapists, physical therapists, dietitians, and physi- 
cian assistants in active duty, reserve, and National Guard compo- 
nents. The members of the Corps develop dual careers, as an officer 
in the United States Army and as a professional in the above named 
medical fields. 

The majority of men and women in the Army Medical Specialist 
Corps support the medical care of military service members and their 
families in Army clinics and hospitals worldwide. They support pa- 
tients through rehabilitation therapy, nutritional analysis and educa- 
tion, and the management of patient feeding and dining facility oper- 
ations. They also support troop unit physical fitness programs 
through use of sports medicine techniques and educational programs 
focusing on life-style management, stress control, and nutrition. For 
patients undertaking mental health rehabilitation, they design and 
implement educational programs stressing personal responsibility for 
aspects of daily living, and, as the gatekeepers of the Department of 
Defense troop health care system, they serve in primary health care 
clinics, provide emergency medical care, and, when accompanying 
combat units, train personnel in aspects of first aid, medical evacua- 
tion, and triage. Traditionally, senior Corps personnel advise the Sur- 



geon General regarding policy issues affecting their respective profes- 
sional specialties. 

In addition, members of the Corps rotate through assignments in 
personnel management at Corps level and perform recruitment du- 
ties in three regional areas within the continental United States. 
Corps members design and implement computer programs to im- 
prove patient care through the study of patient demographics and to 
effect managerial control of subsistence and the costs of other lo- 
gistical support. 

During the last decade, Corps members, especially occupational 
and physical therapists, have been involved in the exceptional fam- 
ily member program. This program has enabled military personnel 
whose family members require specific medical support formerly 
unavailable in assignment locations overseas to participate in nor- 
mal assignment rotation, thereby improving the Army's readiness 
posture by increasing career rotation assignments for all soldiers. 

In support of the service member's family, an Army dietitian is 
currently assigned to Headquarters, Army and Air Force Exchange 
Service (AAFES), as an adviser to the Department of Defense De- 
pendent Schools (DoDDS) school lunch program which operates in 
primary and secondary schools for dependent children on military 
posts worldwide. To advance development of medicat field feeding 
and clinical nutritional support, and to adequately test field equip- 
ment required by physical and occupational therapists in the com- 
bat environment, the Corps also assigns personnel to the Direc- 
torate of Health Care Operations, Office of the Surgeon General, 
Deployable Medical Systems project. The Corps conducts nationally 
accredited postgraduate internships and affiliations in dietetics, 
physical therapy, and occupational therapy and assigns selected 
personnel to advanced military training. Corps personnel conduct 
research in postgraduate master's- and doctoral-level studies and 
participate in research programs during clinical rotation assign- 
ments. Research studies in human performance, physiology, nutri- 
tional assessment, and effectiveness of rehabilitation equipment 




Lt. Col. Kathleen Hirsh, AMSC dietitian and adviser to the DOD school lunch program, visits a dependents' school in Europe. 1991. (The Surgeon General's Office) 
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are being conducted by Corps personnel assigned to the U.S. 
Army Institute of Surgical Research and to the U.S. Army Re- 
search Institute of Environmental Medicine (USARIEM). Another 
research project designed to reduce compensation costs and man- 
power losses for civilian employees injured in the workplace has been 
implemented within Health Services Command, U.S. Army Health Care 
Studies and Clinical Investigation Activity 



The Beginnings 



FEMININE PATRIOTISM 
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The present Corps status and current missions are the direct out- 
come of national requirements for nutritional and rehabilitative 
support for personnel serving in the armed forces dating from 
the early decades of the twentieth century and the involvement 
of the United States in World War I. In fact, World War I medical support 
for Army personnel was a primary driving force in the national recogni- 
tion of dietetics, occupational therapy, and physical therapy in 1917 and 
1921 as civilian professional specialties. 

At the beginning of the twentieth century, pioneering physicians and phys- 
iotherapists were examining the use of massage, electrotherapy, exercise, 
and hydrotherapy in patient reconstructive therapy. The study of nutrition 
was developing worldwide as foods were analyzed to determine which com- 
ponents prevented illness and which were necessary for proper nutrition. 
The use of remedial work, training persons in aspects of daily living, had 
been operational therapy in the rehabilitation of mentally ill patients since 
the early 1 800s and, by the turn of the century, had also become a major 
area of focus in rehabilitating persons recovering from industrial accidents. 

After the United States declared war against Germany on 6 April 1917, 
Maj. Gen. William C. Gorgas, the Army Surgeon General, sponsored the 
Executive Order of 1 1 May 1917 which authorized the Civil Service Com- 
mission to employ physiotherapists, occupational therapists, and dieti- 
tians as civilians within the Army Medical Department for the duration of 
world war i government posters encouraged women to vol- the war emergency and to accompany hospitals for overseas duty. 

unteer for duty in the War Department. iNalional Archives) 
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Reconstruction aides at Base Hospital No. 20. France, during World War /. (AMEDD Historical Holdings. Fort Sam Houston, Texas) 
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U.S. Food Adminis- 
tration posters. The 
need to organize food 
production, distribu 
lion, and use ted in 
191/ to the formation 
Of the American Di- 
etetic Association. 
(National Archives) 
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As the entire nation prepared for the war emergency, the dieti- 
tians, occupational therapists, and physiotherapists recruited by 
the Army Medical Department represented a broad spectrum of 
abilities and reflected diversified training. Some arrived at sta- 
tion as teachers, some as students. They came from thirty-nine states and 
represented a cultural cross-section of American home towns, from small 
towns like Port Arthur, Texas, and Ann Arbor, Michigan, to the larger 
cities of Boston, New York, Portland, St. Louis, and Chicago. Adventure- 
some and dedicated, most were young, and most were women. 

The first qualifications for dietitians assigned to base hospitals were es- 
tablished by the National Committee on Dietitian Service of the Red 
Cross in 1916. The Army itself outlined the initial qualifications for phys- 
iotherapists and occupational therapists, who were titled "reconstruction 
aides." Dietitians' requirements included completion of two years' col- 
lege study, majoring in home economics, and four months of practical 
experience in hospital dietetics. Occupational therapy aides were re- 
quired to be skilled in their craft specialties, exceptionally adept at teach- 
ing, preferably a graduate of a school of industrial arts and crafts, and, by 
1918, possessing hospital experience. Minimal requirements for physio- 
therapy aides included 240 hours of certified hospital experience and 
completion of a four-month course in theoretical and practical physio- 
therapy in two of the following modalities: hydrotherapy, mechanother- 
apy, massage, or electrotherapy. Completion of secondary school educa- 
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tion was also required as was the pas- 
sage of a physical examination. The 
aides could be married and included men 
as well as women. 

The first physiotherapy reconstruction 
aides to serve in World War I were gener- 
ally teachers of physical education in col- 
leges and universities, and trained phys- 
iotherapists were recruited on an 
individual basis, often being contacted by 
General Gorgas personally. Reconstruc- 
tion aides were recruited from over sev- 
enty universities and colleges and were 
enrolled by the Army in physiotherapy 
training at seven approved civilian insti- 
tutions, the most prolific being Reed Col- 
lege in Eugene, Oregon, which con- 
tributed over two hundred graduates. 

The Army paid dietitians and reconstruction aides according to the 
Civil Service Commission salary scale, allotting $4 per diem travel pay, 
$62 a month for quarters, laundry, and subsistence if not furnished by the 
base hospital, and $10 per month for overseas duty. Monthly salaries 
were $15 for student dietitians, $50 for reconstruction aides, $60 for staff 
dietitians, and $65 for head dietitians and head reconstruction aides. 
Age limits for dietitians were 25 to 35 years, for occupational therapy 
aides 25 to 40 years, and for physiotherapy aides 23 to 40 years. 

Dietitians served overseas initially as members of hospital units orga- 
nized through the Red Cross and deployed in support of the British 
armed forces. The first dietitian to serve overseas embarked from New 
York on 8 May 1917, assigned to Base Hospital No. 4 organized at Lake- 
side Hospital in Cleveland, Ohio. Exceptions were the formation of Dietit- 
ian Unit No. 1 , twenty-four dietitians who deployed to France in Septem- 
ber 1918 to supplement the staffs of base hospitals, and the assignment 
of one dietitian in 1919 to Rockwell Field in San Diego, California, to re- 




"l have never known of anything approaching 
the devotion of these girls to their work. They 
worked hard all day. attended lectures on technic 
alter hours, held quizzes during the noon hour 
and in the evenings and could be found in the 
clinic until late hours trying out technics one upon 
the other, ... No corps ever displayed greater loy- 
alty, more unselfishness, greater devotion to duty 
or a better general high average of efficiency, from 
the chief aide to the humblest assistant aide, than 
did the reconstruction aide body during the heavi 
est work of the reconstruction period. Their esprit 
de corps became a thing remarked upon by all 
who obseived their work. " 

From C. M. Sampson, Physiotherapy Technic. 
(St. Louis, Mo.: C.V. Mosby Co., 1923), pp. 412- 
13. Sampson was a World War I medical officer 
who worked with both occupational therapy and 
physical therapy reconstruction aides. 
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search and implement proper diets for military pilots. In June 1918 the first 
reconstruction aides, twenty-four occupational therapists, deployed for 
Base Hospital No. 1 1 7 at La Fauche, France, a neuropsychiatric unit. Esti- 
mates of the number of reconstruction aides 
who served in the Army during World War 1 
vary between 1 ,400 and 3,000 persons. Both 
dietitians and reconstruction aides served in 
large 3,000- to 20,000-bed hospital com- 
plexes at home and abroad as the total 
Army strength between 1917 and 1919 grew 
to over 3.65 million men, with about 2 mil- 
lion Americans serving in Europe with the 
American Expeditionary Forces. 

To organize administrative details of the 
reconstruction program, establish the train- 
ing curricula, and prepare reconstruction 
aides for overseas duty, Miss Marguerite 
Sanderson, President, Boston School of 
Physical Education, was appointed as the 
first Supervisor of Reconstruction Aides, 
OTSG. In 1918 she left Washington for the 
25,000-person hospital complex at Save- 
nay, France, and continued to supervise re- 
construction aides with the U.S. Third Army 
(Army of Occupation) until June 1919. Miss 
Mary McMillan, an American physiothera- 
pist trained in England, left her private 
practice in Boston at the request of the Sur- 
geon General to structure the education 
programs for reconstruction aides, serving 
as the head instructor at Reed College in 
1918. She completed her manuscript of the 
first text to be published in the United 
States written by a physical therapist, "Mas- 
sage and Therapeutic Exercise," while as- 
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The duty uniform for women reconstruction aides in World War I. lArmed Forces Institute of Pathology) 
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Dietitians' World 
War I insignia re- 
flected American 
Red Cross sponsor- 
ship Worn on duty 
uniform lapel', 
1917-1926. (All il- 
lustrations of in- 
signia courtesy of 
the Surgeon Gen- 
eral's Office) 



signed at Walter Reed, and was appointed Superintendent of Reconstruc- 
tion Aides in Physiotherapy, Medical Department at Large, OTSG, in late 
1919. Considered by many to be the founder of physical therapy in the 
United States, she reentered private practice in June 1 920 to develop and 
instruct the curriculum for physical therapists at the Harvard Graduate 
Medical School. 

Representing dietitians at OTSG was Miss Lena Cooper, appointed on 
1 1 November 1918. Employed by the Kellogg Sanitorium, former director 
of the School of Home Economics, Battle Creek College, Battle Creek, 
Michigan, and first vice president of the American Dietetic Association, 
she initiated the first training course for student dietitians approved by 
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Dietetic interns in Diet Kitchen No. 2. Walter Reed General Hospital, 1924 (AMEDD Historical Holdings) 
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the Army Surgeon General. Taught at Camp Custer Base Hospital, Michi- 
gan, the first class graduated in February 1919. 

The stated mission of the Army Medical Department during the Great 
War was to heal the injured soldier and to equip him with the training 
and skills necessary to become an effective member of society both "in- 
dustrially" and socially. The scope of World War I rehabilitative training 
provided hospitalized personnel is reflected in the Walter Reed General 
Hospital program of 1920. The program included academic subjects, 
English (grammar, rhetoric, literature, writing), mathematics (including 
plane and solid geometry and calculus), history and civics, and lan- 
guages. More practical courses in business law, accounting, shorthand, 
and the use of office machines (typing, mimeography) were supple- 
mented by an industrial crafts regimen that offered courses in mechani- 
cal drawing and drafting, motion picture operation, radio and Morse 
telegraph),', lire vulcanization, automobile repair,, reed and cane work, 
weaving, woodcarving, woodworking, book binding, stenciling, leather- 
work, basketry, and sewing and lace making (for women). Patients also 
edited a hospital paper titled The Coine Back. 

Uniforms worn during the first months of the war were at best token. 
Until guidelines on attire were determined by OTSG in August 1917, di- 
etitians often dressed as members of the American Red Cross since they 
were serving with Red Cross-sponsored hospitals, and reconstruction 
aides who accompanied hospitals early in the conflict wore the uniform 
of the hospital to which they were attached. The Red Cross supplied uni- 
forms for dietitians and basic garments for aides going overseas, includ- 
ing woolen tights and flannel pajamas. 

As civilians, dietitians and reconstruction aides were not entitled to 
protective wartime benefits equal to those of Army medical personnel 
with whom they served, such as war risk insurance, reduced railroad 
fares, war bonuses, or hospitalization in military hospitals following 
completion of their tours of duty. Serving within these discrepancies, 
several American dietitians were decorated by the British and French 
governments, and four died while on duty. 




Reconstruction aides' insignia, 
worn on hospital dutv uniform 
lapel. 1917-1926. 




Reconstruction aides' insignia, worn on 
jacket and cape lapels. 1917-1926 



"You people act as inspiration. . . . remember you 
are the first, pioneets everyone of you. so hold up 
that standard good and high and march right 
ahead into Berlin. I'll meet you there, if not 
before. . . . God bless you, one and all " 

From a letter by Miss Mary McMillan to recon- 
struction aides awaiting overseas duty in World 
War I. Quoted in the American Physical Therapy 
Association, The Beginnings- Physical Therapv 
and theAPTA. (Alexandria, Va., 1979). p. 19. 




Mrs. Dwight Davis, Mis. Calvin Caolidge, and Mrs john Rogers visit Miss 
Alberta Montgomery, head instructor of the Jirst Army occupational ther- 
apy school, Walter Reed General Hospital, 1925. (AMEDD Historical 
Holdings! 



The armistice ending World War 1 was signed on 1 1 Novem- 
ber 1918, and dietitians and reconstruction aides were dis- 
charged as their patients completed rehabilitation. Since an 
amendment to the Smith- Hughes Act in 1919 placed responsi- 
bility for rehabilitation of the war wounded under the Federal 
Board of Vocational Rehabilitation, physiotherapy was being 
practiced in only six Army hospitals by June 1921 , and by 1923 
a mere twenty-four dietitians were assigned worldwide. 

Meanwhile, in the American civilian medical community, oc- 
cupational therapists, dietitians, and physical therapists were 
experiencing the first stages of professionalization. Critical to 
this process was the establishment of reputable professional 
organizations. The National Society for the Promotion of Occu- 
pational Therapy was founded in March 1917 at Clifton 
Springs, New York. In October 1917 a conference of dietitians 
from Canada and the United States, meeting in Cleveland, 
Ohio, to discuss strategies concerning the management and 
conservation of food during the war emergency, organized the 
American Dietetic Association, The American Women's Physi- 
cal Therapeutic Association was founded in January 1921 in 
Boston, requiring that charter members be former reconstruc- 
tion aides. 

In the fall of 1 922 the Medical Department Professional Ser- 
vice Schools at Walter Reed General Hospital instituted post- 
graduate courses for dietitians and physiotherapists; one for 
occupational therapists followed in 1924. These training pro- 
grams were accredited by the national professional organiza- 
tions and would continue through the next five decades, expe- 
riencing changes in course length, curricula, and entrance requirements, 
breaks in continuity as the nation prepared for World War II, and eventu- 
ally the inclusion of men and married students. 
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Pass in review. Miss Mary McMillan at the head of her "troops," Walter Reed General Hospital, 1919. (Armed Forces Institute of Pathology) 
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Service at Home and Abroad 
in World War II 



On 8 September 1939, in response to the expansionist policies 
of Germany, Italy, and japan, President Franklin D. Roosevelt 
declared a national state of emergency and began encourag- 
ing leaders from business, academic, and professional disci- 
plines to perform voluntary work in support of the defense effort. They 
were titled "dollar-a-year" men and women, reflecting their one dollar 
honorary salary. One volunteer was Miss Mary Barber, the president of 
the American Dietetic Association, who served as Food Consultant to the 
Secretary of War. At the same time, the military services initiated a mas- 
sive mobilization and training effort to acquire and develop the person- 
nel necessary to wage a modern war. The anticipated Army require- 
ments for dietitians, physical therapists, and occupational therapists far 
exceeded the existing staffing ceilings of the Army Medical Department 
and, in fact, exceeded in certain instances the number of professionals 
recorded by the professional organizations nationwide. 

As war developed in Europe, Japan attacked the United States Pacific 
Fleet at Pearl Harbor, Hawaii, on 7 December 1941, without a formal decla- 
ration of war. The United States declared war against the Axis Powers on 8 
December 1941, the same day Japan attacked Manila. Captured during the 
Japanese occupation of the Philippines were three dietitians and one physi- 
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cal therapist who were civilian employees of the Army Medical De- 
partment at Sternberg Army Hospital in Manila. Three of the 
women had served on Bataan and Corregidor, and all were impris- 
oned in 1942 at the civilian internment camp located on the Santo 
Tomas University grounds in Manila. The dietitians were Miss 
Ruby F. Motley Mrs. Vivian R. Weissblatt, and Mrs. Anna Bonner 
Pardew; the physical therapist was Miss Brunetta A. Kuehlthau. 

Japan's attack on Pearl Harbor galvanized American national 
resolve. War bonds and stamps were sold by the Treasury to 
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Dietilians serving in the 
Army Medical Deparimeni 
as Civil Service employees 
wore this insignia on the 
lapel of the hospital duty 
uniform, 1926-1942. 




Physical therapists wore this insignia while 
serving as Civil Service employees in the 
Army Medical Department, 1926-1942. 




Army Medical Depart- 
ment insignia for dieti- 
tians with relative mili- 
tary rank. Worn on 
uniform lapel, Decem- 
ber 1942-April 1947. 



support the war effort; raw materials which could supply the war effort 
were conserved and later rationed; women replaced men in the factories 
producing war materiel; and over 15 million American men and women 
volunteered or were drafted to serve in the armed forces. 

As in World War I, the Army Surgeon General initially organized hospi- 
tals to support the British armed forces. The first to embark, the 5th Gen- 
eral Hospital, left for Northern Ireland in May 1942 with two dietitians as- 
signed. The 7th Station Hospital which deployed during November 1942 
to Oran, Algeria, in support of Operation Torch also had physical thera- 
pists attached. These women were the first of hundreds of dietitians and 
physical therapists to serve overseas and among thousands, including 
occupational therapists, to serve in the Army Medical Department during 
World War II. 

Dietitians and physical therapists served in every theater of war— Euro- 
pean, Pacific, Mediterranean (North African}, and China-Burma-India 
theaters — and occupational therapists served in the United States, the 
Zone of the Interior. Until 1943, when dietitians and physical therapists 
were designated relative military rank for the duration of the war plus six 
months, personnel in the three specialties served as civilian employees 
of the Army Medical Department with Civil Service commissions. By law, 
as civilians they could not be assigned outside of the Zone of the Interior 
except as volunteers. As in World War I, they wore varied uniforms ini- 
tially and established standards of operation that best fulfilled their vari- 
ous missions. But they brought to the patients whom they served ad- 
vanced techniques of professional practice which had been refined since 
the days of the doughboys and the American Expeditionary Forces. 

These professionals served in England in the Office of the British Quar- 
termaster and cared for patients in London during the blitz. Their hospi- 
tal kitchens were often in nissen huts and contained coal-burning ranges 
and wooden sinks. After the invasion of Normandy, dietitians operated 
large hospital messes in Paris serving 6,000 to 7,000 meals daily. Thera- 
pists in European field hospitals frequently worked in bitter cold, wearing 
their four-buckle boots, as they cared for patients from offices and mess 
halls in tents erected over earthen or concrete foundations often awash 
in a sea of mud. 
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They advanced as the hospitals advanced behind the Allied forces, 
from Africa to Italy and from England to France and into Germany. And 
they retreated as the American troops retreated from Manila to Bataan 
and to the Malinta Tunnel hospital on Corregidor. They served in hun- 
dreds of posts around the globe including assignments in Iran, Algeria, 
Sicily, Tunisia, Morocco, Belgium, the Netherlands, and in the China- 
Burma-India theater, where the enemy was often tropical disease, tor- 
rential rains, and the boredom of subtropical heat. They supported the 
Allied troops fighting in the Pacific, from Australia to the Philippines, 
serving in the East Indies, New Guinea, Guam, Wake, Guadalcanal, and, 
finally, Japan, 

The World War 11 hospitals in which they served overseas changed sta- 
tus readily, and patient census fluctuated rapidly as convoys of hundreds 
of battle casualties arrived and were dispersed. On Guadalcanal, New 
Caledonia, and Saipan, these medical personnel labored with barely 
minimal supplies of water and other necessities. Such shortages together 
with the availability of a highly variable amount of electrical current 
characterized their work environment in every theater. The Army pro- 
vided medical treatment for Allied and enemy wounded, prisoners of 
war, and injured civilians, all casualties of war. Dietitians were thus re- 
sponsible for providing meal service for patients of varied nationalities- 
Chinese, Indian, Burmese, North African, Thai, Filipino, French, English, 
Italian, Irish— each with distinct native food preferences. Food supply in 
sufficiency and variety was undependable, especially in the Pacific and 
China-Burma-India theaters. 

While physical therapy equipment had been evaluated and standard- 
ized in the late 1930s through efforts of the American Medical Associa- 
tion's Council on Physical Therapy, and purchased in 1939 by the Army 
in anticipation of wartime requirements, physical therapists operating in 
the early months of the war, or in remote locations, often rehabilitated 
the wounded with improvised equipment. Ingenuity and a "can do" work 
ethic were mandatory. Mess tables served as plinths; water for 
whirlpools was heated on field ranges; weights for resistance exercises 
often consisted of cans filled with dirt, rocks, and sand. Large basins and 





Army Medical 
Department in- 
signia for physi- 
cal therapists 
with relative mil- 
itary rank. Worn 
on uniform lapel, 
December 
1942-April 1947. 



While serving in 
civilian status 
with the Army 
Medical Depart- 
ment, occupa- 
tional therapists 
wore their civilian 
professional orga- 
nization cloth 
shoulder patch on 
the sleeve of the 
hospital duty uni- 
form, 1942-1947, 
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US Hospital Ship Acadia. On her maiden voyage in support of Operation TORCH in 1942, her medical staff in- 
cluded two physical therapists and one dietitian. (AMEDD Historical Holdings) 



bathtubs became whirlpools. Paraffin came from melted candles (or in 
Khorramshahr, Iran, from an oil refinery). Bamboo, scrap lumber, and 
salvage parts from vehicles or aircraft were used to construct many an 
improvised physical therapy apparatus. 

To treat and transport the wounded, 27 American hospital ships were 
commissioned in World War II, 3 operated by the Navy and 24 by the 
Army. These floating hospitals which accompanied Allied armadas dur- 
ing European, Mediterranean, and Pacific invasions were generally con- 
verted luxury liners refitted to 
house hospital wards, surgeries, 
dental detachments, laboratories, 
pharmacies, staff living quarters, 
kitchens, and mess halls. The first 
operational hospital ship, the 
USAHS Acadia, on her maiden 
voyage to North Africa in June 
1943, included two physical ther- 
apists and one dietitian in the 
ship's personnel complement. 
The ship's roll and lack of ward 
space inhibited physical therapy 
procedures, and physical thera- 
pists were removed from the hos- 
pital ships' crew manifests fol- 
lowing the Acadia's second 
voyage. However, forty-two Army 
dietitians continued to be as- 
signed to hospital ships in the 
Mediterranean, European, and 
Pacific theaters from 1943 to 
1945. Each such vessel required 
one dietitian per 1 ,000 patients or 
less, and two dietitians for those 
carrying more than 1,000 pa- 
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tients. The ships were operated by the U.S. Merchant Marine or the U.S. 
Navy, which generally provided mess stewards to manage galley opera- 
tions, including subsistence purchasing, storage, and preparation. The 
officers and enlisted personnel of the medical staff, however, were Army 
personnel. The ships carried, produced, and stored their own fresh 
water, and several had fully operational bakeries and meat-processing 
plants. Fresh milk was taken aboard in frozen blocks and thawed during 
transport. Patients were served from ward kitchens. 

Meanwhile, in the United States landmark legislation had advanced 
the military status of specific medical personnel within the Army. On 22 
June 1944, Congress passed Public Law 78-350, known as the Bolton bill 
(House of Representatives bill H.R. 3761 introduced by Congresswoman 
Frances P. Bolton, Republican, 22d District, Ohio, on 1 December 1943). 
This legislation provided commissioned status for dietitians, physical 
therapists, and nurses in the Army, granting them the same allowances, 
rights, benefits, and privileges as other commissioned officers. It also 
provided protection under the war clause for women serving overseas. 

As Allied forces advanced in the European and southern Pacific the- 
aters, food supplies in the Pacific theater had become extremely scarce. 
Starvation rations given Japanese-held prisoners of war were providing 
daily intakes of only 700 to 800 calories and 10 to 25 grams of protein, 
approximately one-third of the normal adult nutritional requirement. Un- 
aware of the progress of the worldwide conflict or of their changed mili- 
tary status, the captured dietitians in Manila continued to supervise food 
preparation and distribution among internees, protecting as best possi- 
ble the nutritional status of the children, elderly, and seriously ill. Severe 
malnutrition at Santo Tomas was the major contributing factor in the 
hundreds of deaths among internees during the winter of 1944-45. 
Among the survivors liberated in Manila by American forces in February 
1945 were the three dietitians and physical therapist assigned to Stern- 
berg Hospital in 1941 and members of their families. 

On 8 May 1945, Germany capitulated. At the time, approximately 780 
Army dietitians and 570 Army physical therapists were serving in all 
overseas theaters. Meanwhile, consultant positions had been authorized 



"We had to dig pits in which to build a fire ... we 
used 50 gallon oil can with the top cut off; this 
was placed over the fire pit, and in it we cooked 
the rice, which was our main food. . . . In our 
camp we had a small garden, so we had to do 
most of the planting on a mass production basis. It 
takes a lot of vegetables to feed 4.000 people! We 
found a plant called talihum which grew very 
rapidly, a green vegetable similar to spinach except 
that ft is rather slick when cooked. We found that 
we fared much better if we had this green veg- 
etable along with the rice. Many didnflike it, but 
they ate it and were glad to get it. . . . We formed 
lines for ex'eiything. People fainted in the lines be- 
cause they were so weak, but they would get up 
and keep going. . . .At the end there were three to 
four deaths every day, mostly due to malnutri- 
'tion . . . people trying to work with such small 
caloric intake naturally would lose their 
strength. . . . I have seen many horrible things, but 
I have also seen many acts of bravery, courage and 
sacrifice that make' me proud to think I am an 
American. " 

From an impromptu address by 1st Lt. Ruby 
Motley. M.D.D., before the House'of Delegates, 
American Dietetic Association, 17 October 1945, 
upon her return from three years' imprisonment 
in the Japanese internment center at Santo 
Tomas. Quoted in journal of the American Di- 
etetic Association 22 (1945): 201-05. 
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for occupational therapists in the Zone of the Interior's nine service com- 
mands. Their mission was to oversee occupational therapy personnel as- 
signed and to supervise the coordination of apprentice training programs 
in Army hospitals. By 1 August 1945, dietitians on active duty numbered 
1,580; physical therapists 1,300; and occupational therapists (Civil Ser- 
vice-commissioned assigned in the Zone of the Interior) 899, including 
452 apprentices. 

Following V-E Day, medical assets were redeployed from the Mediter- 
ranean and European theaters to stateside hospitals, or were reassem- 
bled and deployed to the Pacific theater as the Allied offensive pro- 
gressed. Japan surrendered on 2 September 1945. 

World War II was the most devastating conflict to engulf mankind. Over 
70 million men and women fought in it, and an estimated 40 million sol- 
diers and civilians died or were listed as missing because of it. In the 
years immediately following the war, the United Nations would be estab- 
lished; the peoples of Asia and Africa would alter forever the European 
colonial system controlling global economics; nationalistic regional con- 
flicts following the decline of empires would evolve; and the divergent 
ideologies embraced by the Union of Soviet Socialist Republics and the 
United States would divide the former wartime allies, polarizing the com- 
munity of nations into opposing coalitions during the ensuing Cold War. 




Patients tend a garden as part of their occupational therapy program at Fort Bliss, Texas, 1944. Dietitians used the produce in the hospital mess halt. (U.S. Army) 
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The Corps Is Established 



After World War U, the Army Personnel and Surgeon General 
staffs, with the concurrence of the Legislative Branch of the 
War Department, recommended the formation of a single Reg- 
ular Army Corps containing dietitians, physical therapists, and 
occupational therapists, as well as a separate Army Nurse Corps. Both 
were to contain only officers, an organizational concept approved by the 
Army Surgeon General on 29 January 1946, fourteen months after V-J 
Day. Although similar legislation had been proposed since 1937, this ini- 
tiative finally met with success. 

In January 1947 Congresswoman Margaret Chase Smith (Republi- 
can, 2d District, Maine) introduced legislation proposing the forma- 
tion of the Women's Medical Specialist Corps. The bill passed in the 
House of Representatives on 10 March and in the Senate on 24 March 
1947. On 16 April 1947, President Harry S. Truman signed Public Law 

the uniform lapel. 1947-1955. r * , . . 

80-36, the Army-Navy Nurses Act of 1947, which established the 
Women's Medical Specialist Corps (WMSC) and the Army Nurse Corps 
(ANC) as part of the Regular Army. The authorized strength of the 
WMSC was established as nine-tenths of a member for every 1,000 
members of the total authorized strength of the Regular Army, but not 
less than 409 officers. The ratio composition of the Corps was as fol- 
lows: Dietitian Section, 39 percent; Physical Therapy Section, 33 per- 
cent; and Occupational Therapy Section, 28 percent. The Corps was 
allotted 24 permanent grade majors, and a total of 385 permanent 




grade captains, first lieutenants, and 
second lieutenants. The Corps in- 
signia was the silver caduceus with 
the letters "W" and "S" superim- 
posed in black. 

Original legislation granted the 
Secretary of War authority to ap- 
point a chief of the Corps in the 
temporary grade of colonel and one 
assistant chief for each specialty in 
the temporary grade of lieutenant 
colonel. The ranks of colonel and 
lieutenant colonel could be held 
only for the duration of the four- 
year appointment. The first chief of 
the Women's Medical Specialist 
Corps was Col. Emma E. Vogel, ap- 
pointed in December 1947. The first 
assistant chiefs were Lt. Col. Helen 
C. Burns, February 1948, dietitian; 
Lt. Col. Edna Lura, August 1948, 
physical therapist; and Lt. Col. Ruth 
A. Robinson, August 1948, occupa- 
tional therapist. 




President Harry S. Truman signs the Army-Na\y Nurses Act of 1947 establishing the Women's Medical Specialist 
Corps in the Regular Army. 10 April 1947. With the president arc, left to right, Cof. Frances Blanchfield, Army Nurse 
Corps; Lt. Comar. Ruth Dunbar, Navy Nurse Corps; Maj. Helen Bums, Chief Dietitian, Walter Reed' General Hospital; 
and Mai Emma Vogel, Chief Physical Therapist. Waltei Reed General Hospital. (AMEDD Historical Holdings) 
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The Korean Conflict: The 
Young Corps Comes of Age 




o 



Soldier recedes nutritional support via nasogastnc lube feeding 
after throat injuries, 12th E\'acuation Hospital, Yongfong-po, 
Korea. (Armed Forces Institute of Pathology) 



n the rainy Sunday of 5 June 1950, the North Korean Army, es- 
timated at 135,000 men accompanied by Soviet advisers and 
equipped with Soviet armor, air support, and artillery, crossed 
the 38th Parallel and invaded South Korea, Within hours, Pres- 
ident tinman directed the u.s. Far East Command u> mobilize u s. com 
bat forces and initiated diplomatic efforts which culminated in United 
Nations Security Council resolutions approving deployment of a multina- 
tional combat force in support of the Republic of Korea. 

The Army Medical Department deployed thirty-four hospitals to Korea 
(the first surgical hospital arriving in early July 1950) and operated hospi- 
tal ships in Korean coastal waters. As the conflict was waged across the 
mountainous Korean landscape in the bitter cold of the 1950-51 winter, 
the medics refined the use of the mobile Army surgical hospital (MASH), 
used medical evacuation by air to defeat both the terrain and the primi- 
tive Korean rail and road network, and established echelons of medical 
care in Japan, Hawaii, and the United States. 

The Korean War marked the first time the Women's Medical Specialist 
Corps supported the Army Medical Department in a wartime situation. 
However, the reduced Corps strength of 340 officers in 1 950 reflected the 
same post-World War II austerity measures which had weakened the rest 
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of the Army. Innovation and hard work were necessary to reconstitute 
the Corps' effectiveness, 

As in World Wars I and II, the July 1951 Army requirement for over 
1 ,075 Corps officers, based on a total Army personnel strength of 
1 ,532,000, was unattainable. Corps recruitment was impeded by the re- 
quirements of civilian industry and by Army regulations prohibiting the 
commissioning into the Corps both of women responsible for depen- 
dents under 18 years of age and of professionally qualified men. Addi- 
tionally, many Army dietitians, physical therapists, and occupational 
therapists had accepted the 1947 Air Force Medical Department in terser- 
vice transfer option to the Air Force Medical Specialists. The active duty 
Corps strength by 30 December 1952 was thus only 631 officers with a 
two-thirds reservist majority. While this statistic could be attributed to in- 
dividual volunteer action, more realis- 




tically it was the product of involun- 
tary recalls of reserve officers by 
Colonel Vogel in August 1 950 and July 
1952. 

The decision by President Truman in 
1 950 to support the Republic of Korea 
resulted in the United States' fighting a 
limited war as members of a multina- 
tional peacekeeping force assembled 
under United Nations auspices. The 
conflict ended in a truce signed in Pan- 
munjom on 27 July 1953, establishing 
an armistice line generally to the north 
of the 38th Parallel. As a segment of 
this large and complicated tapestry, 
the Women's Medical Specialist Coips 
assigned personnel in support of the 
medical missions, activated reserve 



1 personnel, and accelerated training of 

Meal inspection m the U.S. Army Hospital. Fort lackson. Soutl: ajro//na (Armed Forces Institute of Pathology) dietitians, physical therapists, and OC- 
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cupational therapists. Corps consultants became established by position 
in overseas commands, and Corps personnel were protected in overseas 
assignments by international law. Enlarging upon their responsibilities in 
World Wars 1 and II, dietitians were responsible for the total manage- 
ment of food service operations including fiscal responsibility and staff 
feeding as well as patient therapeutics. The care of casualties who had 
contracted poliomyelitis, tuberculosis, or Japanese type B encephalitis or 
who were recuperating from the effects of cold weather injuries (over 
4,000 cold injury patients were treated by physical therapists in the 
Osaka hospital during the winter of 1950-51 alone) stimulated innova- 
tion in techniques and reconstruction program development by Army 
physical therapists and occupational therapists, In support of the Repub- 
lic of Korea Army hospitals, physical therapists designed clinics and in- 
stituted training programs for Korean medical personnel. 



Physical therapy techniques are 
used to strengthen injured soldier's 
leg, U.S. Army Hospital. Fort Bragg. 
North Carolina. (Armed Forces In- 
stitute of Pathology) 
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Colonel Ruth Robinson Colonel Lois Forsylhe Colonel Maty Lipscomb Hamiick 
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Colonel Jessie S. Brewer Colonel Mary E. Lucas 
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Colonel Eloise B. Strand 
1978-1981 




Colonel Roy A. Swill 
1989- 
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The Corps Evolves, 1953-1965 



Between 1953 and 1965, with the support of advocates including 
President Dwight D. Eisenhower and General Maxwell D, Taylor, 
the legislature passed numerous public laws determining the 
structure of both active duty and reserve components of the 
Women's Medical Specialist Corps. The 83d 
Congress revised promotion, retirement, and 
retention requirements for reserve compo- 
nents. The 84th Congress legislated adjusted 
dates of rank for Regular Army officers, mod- 
ifying aspects of existing law to equalize 
credit for length of Army service in determin- 
ing both time in grade and opportunities for 
promotion. Effective 23 February 1954, the 
Office of the Chief, WMSC, was changed 
from divisional to staff level, functioning di- 
rectly under the Army Surgeon General. 

In 1955 Congresswoman Frances Bolton 
again introduced legislation requesting re- 
serve commissions in the Army Nurse Corps 
and the Women's Medical Specialist Corps for 
male nurses and male medical specialists. 
When the 84th Congress passed this legisla- 
tion on 9 August 1 955 as Public Law 84-294, 




the Women's Medical Specialist Corps was retitled the Army Medical Spe- 
cialist Corps, and the Corps insignia was changed, removing the black "W" 
from the Women's Medical Specialist Corps silver caduceus and establishing 
as insignia for the Corps a black "S" on a gold caduceus. 

Service of men in the Corps specialties prior to 1955 was well estab- 
lished. They had served as reconstruction aides, mostly as occupational 
therapy aides, during and following World War I. Qualified male physical 
and occupational therapists had also worked as enlisted personnel in Army 
physical therapy departments stateside and overseas during both World 
War M and the Korean War. Approximately fifty male physical therapists and 
six male occupational therapists were serving in the Army Medical Depart- 
ment as enlisted personnel immediately prior to the proposal of the 1955 
legislation. The first male dietitian to serve in the Army was Capt. Claud Army MM Specialjsl Corps insigme1 . worn on 
Prichett, who had served in the Office of the Quartermaster General, Wash- uniform lapel, 1955 topresem. 
ington, D.C., during World War It. 

To encourage recruitment, the Army Student Dietitian Program was instituted in 1957. The program permitted 
students to enlist in the Women's Army Corps (WAC) reserve, draw pay and allowances while attending school, fin- 
ish the Army dietetic internship after completing college, be commissioned in the AMSC, and fulfill a service obliga- 
tion of two to three years, depending on the number of college years supported. In 1962 a similar course, the Army 
Student Occupational Therapy Program, was instituted to encourage occupational therapists to enter the Army, and 
in October 1963 male students were authorized to participate in both programs. Corps physical therapist strength 
remained optimal due to the commissioning of male therapists. The student programs were phased out in 1 976 in 
order to reallocate the active duty spaces they encumbered to other Army Medical Department personnel require- 
ments. 

Corps personnel served as members of international medical teams in humanitarian efforts overseas. In 1 958 
Capts. Helen Bjerke and Rachel Adams, assigned to the U.S. Army mission in Peru, provided instruction in dietetics 
and physical therapy for Peruvian medical personnel at the Central Military Hospital in Lima. In 1962 Maj. Janet Ham- 
mill participated in a nutritional survey for the Kingdom of Jordan. The following year Maj. Mary Fisk conducted a 
nutrition survey in Venezuela as a member of the Interdepartmental Committee on Nutrition for National Defense. In 
1964 Capt. Priscilla Steel accompanied a medical military training team to the military hospital in Bogota, Colombia, 
to implement a nutrition training program. 

From 1953 to 1965, as legislation effecting Corps structure evolved, Corps personnel contributed steadily to profes- 
sional publications and served in numerous national elective offices, including the presidencies of their respective 
professional organizations. 
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Vietnam: Corps Combat 
Support in Southeast Asia 



Three weeks before the North Korean assault across the 38th Par- 
allel, the United States had announced a policy of increased mil- 
itary aid to French forces in Indochina fighting a strong insur- 
gency that was both Communist and nationalist. This support 
continued despite the defeat of France in 1954 and the separation of 
Vietnam into opposing northern and southern regimes following the 
Geneva Accords. Between 1955 and I960 the United States supported 
the southern, pro-Western government in Saigon, resulting in a growing 
advisory involvement during 1961-64 and culminating in the deployment 
of American ground troops to South Vietnam in the spring of 1965. By 
1968 the American commitment within the Southeast Asia Treaty Orga- 
nization (SEATO) military coalition in South Vietnam increased to over 
500,000 troops. The U.S. involvement ended in March 1973. 

In support of the military mission in South Vietnam, between 1962 and 
1973 the Army Surgeon General deployed twenty-four fixed medical in- 
stallations with area support missions including surgical, evacuation, 
and field hospitals, and a 3,000-bed convalescent center supported by six 
medical laboratories, a centralized blood bank, medical logistical support 
installations, and multiple air ambulance units. The Army medical 
buildup in Vietnam was completed in 1968, with 5,280 Army hospital 
beds available in country and tertiary care echeloned to Okinawa, Japan, 
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Korea, and Hawaii. Army medical personnel served in every combat 
zone of South Vietnam, from the mountains of the Central Highlands to 
the rice paddies of the Mekong Delta, providing sophisticated surgical 
and medical care near to, sometimes within minutes of, the battlefield for 
allied combat personnel, civilians, and prisoners of war. 

In Vietnam, more than in any previous combat situation, this capability 
for definitive medical care was fostered by the speed of medical evacua- 
tion using the unarmed helicopter air ambulance, "Dust Off," as the pri- 
mary method for evacuating casualties, defying the mountainous 
canopied jungle, the flooded delta, and the dusty plains. This capability 
and other technological advances in the field of medicine enabled fixed 
medical installations to operate in a combat environment requiring sup- 
port by medical specialties formerly located in rear echelon health care 
facilities. Thus, at the request of the Office of the Surgeon, Military Assis- 
tance Command, Vietnam (MACV), the first Army Medical Specialist 
Corps officers were assigned in South Vietnam during the spring of 1 966. 
Maj. Barbara Gray, a physical therapist, volunteered for duty in Vietnam 
and arrived in Saigon with the 17th Field Hospital in March 1966, mark- 
ing the first time an Army Medical Specialist Corps officer had purposely 
been assigned to an active combat zone. As consultant staff adviser to 
the 68th Medical Group, she recommended assignment of physical thera- 
pists and physical therapy specialists to all Army surgical, field, and evac- 
uation hospitals in country. The proposal was approved by the Office of 
the Surgeon General in December and implemented. 

Six physical therapists were to follow Major Gray as consultants to the 
MACV Surgeon between her departure in 1967 and the final redeployment 
of American military units in 1 973. In addition to the 3d Field and 24th 
Evacuation Hospitals, physical therapists served in the 8th and 1 7th Field 
Hospitals, the 12th, 24th, 29th, 36th, 67th, 71st, 85th, 93d, and 95th Evac- 
uation Hospitals, the 6th Convalescent Center, and on the MACV staff. 

In May 1966 the first Corps dietitian, Maj. Patricia Accountius, was as- 
signed to the 3d Field Hospital, Saigon. Requesting consultant status at 
the 68th Medical Group, she shortly thereafter was appointed food ser- 
vice adviser to the 44th Brigade and the first of eight dietetic consultants 



"Physical Therapy has finally been recognized as 
a necessity for early treatment of combat wounds 
and has received full status as a medical team 
member with the 44th Medical Brigade. . . Physi- 
cal Therapy treatment administered to the patients 
after surgery by trained Physical Therapy person- 
nel would restore patients to duty more quickly. " 

Maj. Barbara D. Gray, Staff Adviser on Physical 
Therapy to the Commanding Officer. 44th Med 
ical Brigade, U.S. Army. Vietnam. Quoted in Ac- 
tivities Report, 17th Field Hospital, Mar-Dec 
1966. 
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"Since I have anived, I have visited the 3d Field, 
Saigon: 18th Surgical, Quang Tri: 22d Surgical, 
Phu Bai; 95(/i Evacuation, Da Nang; and 24th and 
93d Evacuation, Long Binh. I go by U2l's, heli- 
copter, jeeps, tracks, ambulances, sedans, or any 
other transportation that is available. The 94 Fox- 
trots have really proved themselves over 
here. . . and 1 do hope that Charlie continues to 
operate outside the perimeter." 

Lt. Col. Mary R. Preston, Staff Dietitian, 44th 
Medical Brigade, 1968. Taken from a letter to Lt. 
Col. June E Williams, Chief, Dietetic Section, 
AMSC. In AMSC historical files, U.S. Army Center 
of Military History, 



to the U.S. Army, Vietnam (USARV), Surgeon. To support the numerous 
Army hospital feeding operations throughout Vietnam, dietitians were 
assigned as consultants to the medical groups supporting each of the 
four combat tactical zones. Effective 1 July 1 968, these consultant dieti- 
tians, with warrant officers and senior food service adviser NCOs, trav- 
eled by land and air throughout their assigned zones, advising food ser- 
vice management personnel, consulting with patients and medical staffs 
regarding patient care, training enlisted personnel (94B MOS) in aspects 
of patient feeding, inspecting food service operations, and endeavoring 
to acquire trained personnel and adequate operational equipment for 
their units. An exception, the 3d Field Hospital in Saigon, had resident di- 
etitians assigned from 1970 to 1973. 

To provide perspective regarding the scope of actual rations served in 
hospital facilities in country, the 1968 Annual Report to the Surgeon Gen- 
eral from the 44th Medical Brigade recorded 4 million rations served, 1 .7 
million of these patient rations, of which 9 percent were modified diets. 
(Since a ration is the amount of food necessary to sustain one soldier for 
one day, the 4 million ration count would equate to roughly 12 million 
meals served.) Additionally, Army Medical Specialist Coips consultant dieti- 
tians recorded 137 staff visits to U.S. Army medical food service installa- 
tions and five staff visits to Republic of Korea, Australian, and Thai hospitals 
in South Vietnam during 1 968. In addition to Cotps personnel assignments 
in Vietnam, logistical support for military operations in Vietnam was autho- 
rized by the Kingdom of Thailand, and four Corps officers, all dietitians, 
served at the 5th Field Hospital in Bangkok from 1967 to 1973. 

While the majority of Army occupational therapy support for Vietnam 
War casualties was provided in military hospitals in Japan, Hawaii, and 
the continental United States, one Army Medical Specialist Corps occu- 
pational therapist, Maj. Hetty Ricker, was assigned to Vietnam in that 
military occupational specialty (MOS), arriving August 1971 as the occu- 
pational therapy consultant to the USARV Surgeon. Her mission was to 
assist in establishing a drug abuse program at the 3,000-bed convales- 
cent center at Cam Ranh Bay, to strengthen rehabilitation programs in 
thirteen other Army drug control treatment facilities, and to evaluate oc- 
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cupational therapy support and education in the medical civil assistance 
programs aiding the Vietnamese civilian population. 

American troop withdrawals began in July 1969 as responsibility for 
conduct of the war was transferred to the South Vietnamese military and 
by February 1 973 the last of the 74 Army Medical Specialist Corps officers 
to serve in Vietnam returned home. A total of 47 physical therapists, 26 
dietitians, and 1 occupational therapist served in South Vietnam, married 
and single, men and women. For some the assignment was their first 
tour of overseas duty, and for 
others it represented the cap- 
stone of a long service career. 
Some requested and were 
granted extended tours, and 
others were redeployed in the 
middle of their mission. Their 
service improved the nutri- 
tional status of the combat sol- 
dier and provided nutritional 
support for patients of many 
nationalities, both military and 
civilian, friend and foe. Their 
early intervention in patient re- 
habilitation preserved normal 
body function and speeded pa- 
tient recovery. As individuals 
within the Corps, they sup- 
ported the Army medical mis- 
sion to "conserve the fighting 
strength." 




Maj. Barbara Gray instructs orthopedic patients. 93d Evacuation Hospital. Vietnam. Major Gray was the first AMSC o!p 
cer to seive in Vietnam. (U.S. Army Center of Military History) 
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Corps Developments During 
the 1970s 



As combat and support units redeployed to the United States 
from South Vietnam, Army Medical Department personnel 
strength declined and Corps active duty authorizations were 
reduced from 624 in 1969 to 472 in 1972. Men composed 37 
percent of the Corps in 1970, an increase from 23 percent in 1966. 

The shortage of physicians during the mid-1970s encouraged the certi- 
fication of "physician extenders" in Army hospitals. Physical therapists 
assumed initial contact roles for musculoskeletal evaluation, and occu- 
pational therapists assumed primary evaluation and treatment roles for 
patients with hand disorders and strengthened their traditional presence 
in community health programs. The U.S. Army-Baylor University eigh- 
teen-month program in physical therapy awarding a master's degree was 
revised in 1971 and began accepting male students in August 1972. 

In March 1973 enlisted career group 94F, Hospital Food Service Spe- 
cialist, was established. This military occupational specialty provided the 
training required for nutritional care of patients and was a direct result of 
medical requirements established in Army hospitals in Vietnam. The 94F 
MOS courses were taught at Walter Reed, Fitzsimons, and Brooke Army 
Medical Centers and in the Army Medical Field Service School (redesig- 
nated the Academy of Health Sciences in 1972) at Fort Sam Houston, 



38 




Capl. Mary Frances Hawkins 
and 2d U. Richard Lynch 
study blueprints for Walter 
Reed Army Medical Center. 
Upgrading of Army hospi- 
tal food service facilities 
was widespread in the 
1970s. (AMEDD Historical 
Holdings) 
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Texas. Courses in the 91J Physical Therapy Specialist MOS originally 
taught at the Army Medical Field Service School continued to be taught 
at the Academy of Health Sciences, and in 1973 the 91 L Occupational 
Therapy Specialist MOS course, first taught for certification at Valley 
Forge General Hospital, was established at the academy. The contribu- 
tions of the noncommissioned officers and enlisted personnel in 91J, 9IL, 
and 94F MOS (redesignated 91 M MOS in 1990) were, and continue to be, 
fundamental to the functioning integrity and efficiency of the Corps. 

Following the termination of the Panama Canal Treaty, Health Services 
Command assumed responsibility for medical assets formerly main- 
tained by the Panama Canal Company. Although occupational therapy 
and physical therapy programs in the Panama Canal Zone remained 
civilianized, Lt. Col. Theodocia Meier, an Army dietitian, was assigned as 
Chief, Food Service, on 20 April 1979 to oversee the management and 
consolidation of medical food service operations formerly managed by 
the Panama Canal Company. AMSC officers also served in Honduras and 
El Salvador on humanitarian relief efforts and participated in the Mexi- 
can Army Medical Corps Clinical Conference in 1976. 

Army efforts to upgrade physical conditioning of Army personnel dur- 
ing the late 1970s and 1980s required major contributions from each 
Corps specialty. Physical therapists, using advanced training in sports 
medicine, designed, implemented, and supervised exercise programs 
and participated in medical screening for personnel over forty years of 
age. Dietitians supervised weight loss programs and restructured hospi- 
tal menus and nutritional instructional material to include more fiber and 
less fat, sugar, and salt in the service member's diet. In support of Army 
fitness programs, occupational therapists developed stress management, 
smoking cessation, and drug control programs for military personnel and 
their dependents. 

In 1980 the Army weight control program (Army Regulation 600-9) 
was revised to specify the calculation of body fat percentage by certified 
practitioners assigned in the Army Medical Department as a primary fac- 
tor in determining the service member's acceptable body weight. The 
Surgeon General designated dietitians, physical therapists, and occupa- 



tional therapists, as a Corps, to calculate and officially monitor body fat 
percentages for all Army personnel exceeding Army weight standards. 
Monitoring assigned aspects of the weight control program greatly in- 
creased workload especially for Corps members assigned in heavy troop 
concentration areas and notably during the initial stages of the program. 
Though physician assistants later assumed responsibility for portions of 
the program, especially for military units located far from fixed medical 
installations, accountability for monitoring body fat measurements re- 
mained a Corps mission until a further revision of AR 600-9 in 1986 as- 
signed the responsibility to unit commanders. 




Expanding the Medical 
Mission of the Corps in the 
1980s 



The Department of the Army's emphasis on unit combat readiness 
and physical fitness for Army personnel strongly influenced oper- 
ation of the Army Medical Specialist Corps during the 1980s. The 
Corps' mission in support of these initiatives expanded the scope 
of its personnel assignments beyond the traditional clinical environment, 
influenced course selections for postgraduate study, and focused attention 
on the composition of the troop master menu. The Corps assigned dieti- 
tians to combat divisions to provide nutritional support for line units and 
provided physical therapists and dietitians in troop fitness centers. The 
focus, scope, responsibilities, and number of Corps positions established 
to interact with Army command headquarters in addition to, as well as 
within, the Army Medical Department expanded. Increased emphasis on 
medical combat support was stressed in restructured courses at the Acad- 
emy of Health Sciences, and Corps personnel were assigned with combat 
units during field training exercises in the United States, Europe, and the 
Middle East. To increase their ability to provide close support for combat 
units, selected Corps personnel completed airborne training, and increas- 
ing numbers qualified for the Expert Field Medical Badge. 
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Research positions were established in military nutrition and exercise 
physiology at the United States Army Research Institute of Environmental 
Medicine (USAR1EM), and in 1984 a permanent Corps research position 
was established in the Clinical Investigation and Research Sen/ice at Wal- 
ter Reed Army Medical Center. Additional positions to provide combat de- 
velopment staff support, staffed by Corps specialties in rotation, were es- 
tablished in the Office of the Surgeon General and at Health Services 
Command and, in 1 984, on the Forces Command (FORSCOM) staff to fa- 
cilitate training and Corps interaction in combat readiness. Increased allo- 
cations were funded for Corps officers to attend the AMEDD Advanced 
Course, the Combined Arms and Services Support School, the Command 
and General Staff College, and the Army War College residency course. 

The requirement placed upon Army, Navy, and Air Force Medical De- 
partments by the Department of Defense in 1981 to provide diagnostic 
and therapeutic support for dependents of active duty personnel attend- 
ing Department of Defense Dependent Schools (DoDDS) initiated the in- 
volvement of Corps personnel as team members in providing medically 
related services to children in special education. To this end, the Army 
Medical Department located student recipients, determined the students' 
medical requirements, and provided medically related support, as neces- 
sary, by occupational therapists, physical therapists, audiologists, speech 
therapists, nurses, dietitians, and psychologists. The program was titled 
the Exceptional Family Member Program (EFMP), and in 1987 over 
13,000 children were enrolled worldwide. Of the medically related ser- 
vices required by these children, over three-quarters were provided by 
occupational therapists (48 percent) and physical therapists (30 percent) 
in the DoDDS school environment. 

In 1989 Col. Roy A. Swift was appointed Chief, Army Medical Special- 
ist Corps, the first man to be selected for this position. Since 1955 
when men were admitted to the Corps, two men had served as assis- 
tant Corps chiefs, both as Chief, Occupational Therapist Section, OTSG: 
Col. Louis S. Carmona, appointed in 1978, and Colonel Swift, appointed 
in 1986. In 1989 men composed 42 percent of the Corps, an increase 
from 37 percent in 1970. 




Commerrtimitive 



Corps Missions in Operations 
DESERT SHIELD and 
DESERT STORM 



On the morning of 2 August 1990, Kuwait was invaded in 
force by Iraqi infantry, armor, and artillery crossing its north- 
ern border. The assault and ensuing occupation were 
strongly opposed by both the United States and the United 
Nations, resulting in the rapid buildup of a coalition military force be- 
tween August 1990 and January 1991 . The allied response, code-named 
Desert Shield, included the deployment of 550,000 American troops to 
Southwest Asia and was followed on 15 January 1991 by Operation 
Desert Storm, a joint allied military offensive which ended in the last 
weeks of February with the defeat of Iraqi military forces in Kuwait and 
southern Iraq. 

Between August 1990 and January 1991, forty-four Army hospitals, 
mainly from Army Reserve and National Guard assets, including station 
hospitals, evacuation hospitals, combat support hospitals, and the tradi- 
tional MASH, deployed to Southwest Asia. As opposed to medical sup- 
port mobilization during the Vietnam and Korean Wars, now members of 
each Corps specialty were represented in the personnel complement of 
the first hospital to be deployed. By January 1992 these first AMSC mem- 
bers were followed by an additional 39 dietitians: 15 active duty military 



Thanksgiving meal preparation 
in the Nutrition Care Division, 
85th Field Hospital, Saudi Ara- 
bia, 1990. (Courtesy of Lt. Col. 
Don Ruehle) 




20 activated reservists, and 4 activated from the National Guard; 5 physi- 
cal therapists, all activated reservists; and 3 occupational therapists: 1 
active duty military and 2 activated reservists. 

Dietitians deployed with each medical field hospital except the MASH, 
an improvement in field hospital personnel allocations resulting from 
lessons learned in Vietnam. In Southwest Asia, Army dietitians were re- 
sponsible for patient nutritional intervention and the preparation of ra- 
tions for all patients, hospital staff, and personnel assigned in units at- 
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tached to field hospitals. They also served on troop menu boards as 
Corps surgeon's representatives, and one Army Reserve dietitian accom- 
panied the early humanitarian relief missions into Kuwait. 

Physical therapists demonstrated in Southwest Asia, as they had 
demonstated during the Vietnam War, that aggressive involvement of 
physical therapy in the early rehabilitation of injured personnel im- 
proved healing and speeded the patient's recovery. In addition, the 
mission of occupational therapists expanded far beyond the traditional 
rehabilitation of mentally and physically handicapped combat casual- 
ties. An occupational 
therapist and certified 
occupational therapy 
assistants (MOS 9 1 L 
Occupational Therapy 
Specialist) deployed as 
members of an Army 
medical combat team 
in October 1990 tasked 
with evaluating in the 
combat environment 
the success of methods 
and techniques devel- 
oped to manage com- 
bat stress. 

Ninety-five percent of 
the coalition's combat 
and support units rede- 
ployed by August 1991, 
and by September 1991 
only one U.S. Army 
hospital remained in 
Southwest Asia. Two 
Corps members, a 
physical therapist and a 
dietitian, remained 
until November 1991 , 




American Retl Cross President Elizabeth Dole presents the Red Cross Operation DESERT STORM Certificate of Appreciation to U. 
Col. Celeste Carpenter at Health Services Command tor AMSC contributions in training Red Cross personnel who deployed in sup- 
port of U.S. troops in Southwest Asia (U S. Army photograph by Sic. Tim Hatley) 
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Members of the 528th Medical Detachment (Psych). 
'Psych Force 90. " Holding the sign is Maj. Maty 
Laedtke, first AMSC occupational therapist to be as- 
signed to a combat stress control team. Operation 
DESERT STORM. 1991. (Courtesy of Maj. Marv 
Laedtke) 




Dietitians at Rashid Hospital, Dubai, and personnel 
assigned from the 3S2d Field Hospital daring DESERT 
STORM Standing, left to right: Reem Aboud, Sp4c. 
Susan Rabinowitz, Sp4c. lanet Mobley, Amritta Kese- 
van, and Capt. Beverly Patton. Seated: tngy Masri. 
(Courtesy of Capt Beverly Pattonj 
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Challenge and Change: The 
Corps Future in the 1990s 



"No profession can rest on the laurels of past 
achievements. The goal had been and continued to 
be the improvement of patient care, with outstand- 
ing patient -therapist relationships. The motto was: 
Return the patient to duly or to his rightful place in 
society in the shortest time by the best possible 
means. ' " 

Col. Emma E. Vogel, first Chief. Women's Med- 
ical Specialist Corps, quoted in Physical Therapy 
56. no.l (Jan 76). 



In the evolving interdependence among nations that marks the ap- 
proach of the twenty-first century, economic, political, and humanitar- 
ian cooperation may become the diplomacy of the future. International 
exchange of medical knowledge and resources between members of 
the Corps and professional counterparts in other countries has been a com- 
mon thread through the tapestry of AMSC history. Currently, such interac- 
tion is exemplified in the pediatric physical therapy testing, training, and re- 
habilitation five-year program provided to hundreds of Romanian children 
by the volunteer efforts of Col. Jane Sweeney and other Corps personnel 
following the 1991 request from the Romanian Ministry of Health. 

In clinical practice, a future of expanding opportunities for Corps per- 
sonnel is indicated both by the enlarging scope of independent medical 
practice for physical therapists, occupational therapists, dietitians, and 
physician assistants through expanded hospital credentialing procedures 
and by the increased emphasis on physical fitness and rehabilitative 
medicine in civilian and military practice. 

On 17 April 1991, the Department of the Army forwarded to the Hon- 
orable Thomas S. Foley, Speaker of the House of Representatives, a leg- 
islative draft "To amend Title 10, United States Code, to create a Physi- 
cian Assistant Section within the Army Medical Specialist Corps." This 
legislation was included in the Department of Defense Appropriations 
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Bill for fiscal war i <~J92 and approved by Congress in October 1991. On 
the evening of 5 December 1991, President George Bush signed the De 
partment of Defense Appropriations Bill, thereby authorizing the inclu- 
sion of Army physician assistants in the Army Medical Specialist Corps. 
Over three hundred physician assistants worldwide transitioned to com- 
missioned officers in the Corps on 4 February 1992. On 25 April 1992, 
Maj. Jimmie E. Keller was appointed as the first Chief, Physician Assistant 
Section, Assistant Chief, AMSC, OTSG. 

Since its inception in 1947, the Army Medical Specialist Corps had re- 
mained a predominantly female Corps. With the inclusion of 
physician assistants in February 1992, the traditional compo- 
sition of the Corps changed, becoming predominantly male. 

Another milestone indicating future change was formalized 
on 1 July 1991, when the Army Medical Department reorga- 
nized its command and control structure, consolidating doc- 
trine, policy, and training responsibilities in one combined 
staff in the AMEDD Center and School, including the Acad- 
emy of Health Sciences, at Fort Sam Houston, Texas. On 1 Oc- 
tober 1991, the Army Medical Specialist Corps Division was 
established within the school in support of the realignment. 
The division is to provide staff support in doctrinal and tech- 
nical matters; perform clinical research for application within 
Army medical treatment facilities; and provide training pro- 
grams for 91 J, 91 L, and 91 M MOS enlisted personnel, the U.S. 
Army-Baylor University Graduate Program in Physical Ther- 
apy, and professional postgraduate short courses. The con- 
centration of Corps training assets, and the opportunities in- 
herent in the realignment to address AMEDD policy and 
doctrine, will directly affect the future of the Corps and its 
ability to enhance the welfare of the soldier and his family. 

The current changes in world economic and political forces pre- 
sent national opportunities and challenges which will reshape the 
military posture of the United States. Within the decisions to be _ , , .. . . .. , 

, , , . Col. lane Sweenev, member of a pediatric medical assistance team re- 

made, and the Vision, leadership, innovation, and integrity Ot Its quested by the Romanian government, provides a physical therapy walua- 
members, rests the future Of the Amw Medical Specialist Corps. tion for a Romanian child l«*l. (Courtesy of Col. Jane Sweeney) 
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Milestones 



Chiefs of the Army Medical Specialist Corps 



Col. Emma E. Voge! 
1947-1951 

Col. Nell Wicklifle Merrill 
1951-1954 

Col. Harriet S. Lee 
1954-1958 

Col. Ruth Robinson 
1958-1962 

Col. Lois Forsythe 
1962-1966 

Col. Mary Lipscomb Hamrick 
1966-1969 



Col. June E. Williams McDonald 
1970-197.3 

Col. Elizabeth Lambertson 
1974-1977 

Col. Eloise B. Strand 
1978-1981 

Col. Jessie S. Brewer 
1982-1985 

Col. Mary E. Lucas 
1986-July 1989 

Col. Roy A. Swift 
August 1989- 



Assistant Chiefs, AMSC, Chiefs, Occupational Therapist Section, AMSC 

Col. Ruth Robinson Lt Co l. Myra L McDaniel 

Aug 1948-May 1952 Oct 1955-Sep 1959 

Lt, Col. Helen Sheehan Lt col. Cordelia Myers 

Jun 1952-Sep 1955 Oct 1959-Sep 1963 



Col. Winnifred E. Soady 
Oct 1963-Sep 1967 

Lt. Col. Eileen F. O'Brian 
Oct 1967-Sep 1971 

Col. Dorothy R. Street 
Oct 1971 -Sep 1975 

Col. Eloise B Strand 
Sep 1975-Dec 1977 



Col. Louis S. Carmona 
Jan 1978-Dec 1981 

Col. Ruta Klavins 
Jan 1982-Dec 1985 

Col. Rov A. Swift 
Ian 1986-Aug 1989 

Col. Clyde H Bell 
Aug 1989- 



Assistant Chiefs, AAfSC Chiefs, Physical Therapist Section 



Lt. Col. Edna Lura 
Aug 1948-Mar 1952 

Col. Harriet S. Lee 
Apr 1952-Oct 1954 

Lt. Col. Agnes P. Snyder 
Nov 1954-Aug 1958 

Lt. Col. Barbara Friz 
Sep 1958-Aug 1962 

Lt. Col. Elizabeth Davies Carruth 
Sep 1962-Aug 1966 

Col. Dorothv Kemske 
Sep 1966- Aug 1970 

Col. Marilyn Anderson 
Sep 1970-Aug 1973 



Col. Elizabeth L. Lambertson 
Sep 1973-Dec 1973 

Col. Mary F. Westhoven 
Ian 1974-Jun 1975 

Col Mary Van Ham 
Jul 1975-Iun 1979 

Col. Virginia A. Metcalf 
Jul 1979-Jun 1983 

Col. Marv E. Lucas 
Jul 1983-Dec 1985 

Col. Carole J. Buss 
Mar 1 986-Apr 1 990 

Col. David G. Greathouse 
May 1 990- 



Assistant Chiefs, AMSC, Chiefs, Dietitian Section 

Maj. Helen Burns Gearin Lt. Col. Hilda M. Lovett 

Feb 1948-Jun 1948 Ml 1952-Jun 1956 



Lt. Col. Eleanor Mitchell 
Aug 1948-Jun 1952 



Lt. Col. Helen M. Davis 
Jul 1956-Jul 1960 



Col. (Catherine E. Manchester 
Aug 1960-Jul 1964 



Col. Jessie S. Brewer 
Jul 1978-Dec 1981 



Col. Man/ Lipscomb Hamrick 
Aug 1964-Jun 1966 



Col. Frances A. lacoboni 
Jan 1982-Dec 1985 



Col. June Williams McDonald 
Jul 1966-Dec 1969 



Col. Martha A. Cronin 
Jan 1986-Feb 1990 



Col. Virginia N. Brice 
Jan 1970-Dec 1973 



Col. Annetta J. Cooke 
Mar 1990- Apr 1990 



Col. Virginia E. McGarv 
Jan 1 974-Jun 1 974 



Col. Karen E. Fridlund 
Jul 1990- 



Col. Patricia L. Accountius 
Jul 1 974-Jun 1978 



Assistant Chiefs, AMSC, Chiefs, Physician Assistant Section, AMSC 

Maj. Jimmie E. Keller 
Apr 1992- 
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Chronology 



1898— Congressional testimony commends the performance of "dietists" for their 
nutritional support of Spanish-American War casualties in military hospitals, 

1 9 1 6— The National Committee on Dietitian Service of the American Red Cross es- 
tablishes the first qualifications for dietitians assigned to Army base hospitals. 

15 March 1917— The National Society for the Promotion of Occupational Therapy 
is founded at Clifton Springs, New York. 

April 191 7— The United States declares war against Germany. 

8 May 1917— The first Army Medical Department dietitian to serve overseas, Miss 
Anne T. upham, assigned to Base Hospital No, 4 (organized at Lakeside Hos- 
pital, Cleveland, Ohio), embarks from New York City for Europe. 

1 1 May 1 91 7— By Executive Order of the Secretary of War, the Civil Service Com- 
mission admits dietitians, physiotherapists, and occupational therapists to 
serve in the Army Medical Department for the duration of the war emergency 
without requiring customary Civil Service examinations. 

22 August 191 7— The Division of Special Hospitals and Physical Reconstruction is 
established in the Office of the Army Surgeon General. 

18-20 October 1917— The American Dietetic Association is organized in Cleve- 
land, Ohio, at a conference of dietitians from Canada and the United States. 

lanuary 1918 — Miss Marguerite Sanderson is appointed as the first Supervisor of 
Reconstruction Aides, Office of the Army Surgeon General. 

February 1918— Miss Mary McMillan assumes duties as the head reconstruction 
aide at Walter Reed General Hospital. 

1918— The Army Surgeon General expands emergency training programs for re- 
construction aides to seven civilian institutions. 

June 1918— The first unit of twenty-four reconstruction aides deploys for Europe 
aboard the Manchuria. 



November 1918— The first training course for student dietitians to be approved by 
the Army Surgeon General begins at Camp Custer Base Hospital in Michigan. 

1 1 November 1918— Miss Lenna Cooper is appointed as Supervisor of Dietitians, 
Office of the Army Surgeon General. 

1 1 November 1918— World War 1 armistice is signed. 

1 1 November 1918— Three hundred fifty-six dietitians are assigned to Army hos- 
pitals, 272 on duty in the United States and 84 overseas. 

1 January 1 9 1 9— Four hundred fifty-five occupational reconstruction aides are as- 

signed to Army hospitals, 358 on duty in the United States and 97 overseas. 

31 March 1919— Seven hundred forty-eight physical therapy aides are assigned 
to Army hospitals, 668 on duty in the United States and 80 overseas. 

28 June 1919— The Treaty of Paris ending World War I is signed at Versailles. 

1919 — While assigned to Walter Reed General Hospital, Miss Mary McMillan 
completes the manuscript of the first physical therapy text to be published in 
the United States, "Massage and Therapeutic Exercise," 

19 19— Congress passes an amendment to the Smith-Hughes Act, placing respon- 
sibility for rehabilitation of war wounded under the Federal Board of Voca- 
tional Rehabilitation. The majority of occupational therapists employed by the 
Army are discharged . 

January 1921— The American Women's Physical Therapeutic Association is 
founded in Boston, Massachusetts. 

2 October 1922— The Medical Department Professional Service Schools at Walter 

Reed General Hospital institute a postgraduate course for dietitians. Within 
the same month, a postgraduate course for physical therapists is initiated at 
Walter Reed. The Medical Department Professional Service Schools will begin 
a postgraduate course for occupational therapists in 1924. 

1922 — Fascists under Benito Mussolini control Italy's government. 

1 926 — The Office of the Army Surgeon General officially discontinues use of the 
term "reconstruction aide" and institutes the titles "physiotherapy aide" and 
"occupational therapy aide." 

1933— Passage of the National Economy Act discontinues Army postgraduate 
training programs in dietetics, occupational therapy, and physical therapy. 

1933— Adolph Hitler becomes Chancellor of Germany. 

1 934— Postgraduate training programs in physical therapy and dietetics are rein- 
stated in the Army Medical Department Professional Service Schools. 

27 February 1939 — Senator Morris Sheppard, Democrat, Texas, introduces the first 
resolution before the United States Congress requesting military status for physi- 
cal therapists, dietitians, and occupational therapists. The bill does not pass. " 

8 September 1939— President Franklin Delano Roosevelt declares a national state 
of emergency 



7 December 1941— Japan attacks the American Pacific Fleet at Pearl Harbor. 

8 December 1941— The United States declares war against the Axis Powers. 

Japan attacks the Philippines. 

May 1942— The first affiliated general hospital assigned overseas in World War 11, the 
5th General Hospital, embarks for Northern Ireland with two dietitians aboard. 

22 December 1942— Congress approves Public Law 77-828, authorizing Army 
and Navy nurses, dietitians, and physical therapists military status with "ap- 
propriate rank within the medical department" for the duration of the war 
plus six months. 

5 June 1943— The USAHS Acadia, the first hospital ship operational in World War 
II, begins its maiden voyage. Two physical therapists and one dietitian are as- 
signed in the ship's complement. 

July 1943— The Reconditioning Division, Surgeon General's Office, is instituted, 
headed by Maj. Walter E. Barton. 

1 943— For exceptionally meritorious service in the North African campaigns from 8 
July to 8 September 1943, the Legion of Merit is awarded to Lt, Metta Baxter at 
the 2 1st General Hospital in Italy "she is the first physical therapist so honored. 

22 June 1944— Congress passes the Bolton bill, Public Law 78-350. The bill grants 
Army and Navy nurses, dietitians, and physical therapists full commissioned 
status for the duration of the war plus six months. 

February 1945— American forces capture Manila and free the Japanese prisoners 
of war at the Santo Tomas internment camp. Three dietitians and one physi- 
cal therapist employed in Civil Service status by the Army Medical Depart- 
ment at Sternberg Army Hospital in 1941 are among the survivors. 

8 May 1945— V-E Day. Germany capitulates. 

May 1 945— Approximately 780 dietitians and 570 physical therapists are assigned 
as Army officers in overseas theaters. 

1 August 1945— Active duty personnel strengths are; dietitians 1,580 officers, 

physical therapists 1 ,300 officers, and occupational therapists 899 employees 
(Civil Service commissioned) including interns, apprentices, and affiliates. 

2 September 1945— V-J Day. Japan surrenders. 

30 September 1 945— Accessions for dietitians commissioned during World War II 
total 1,795 women. Accessions for physical therapists commissioned during 
World War II total 1 ,337 women. Male physical therapists serve in Civil Ser- 
vice status until the passage of Public Law 77-828 in 1942, and later as en- 
listed personnel. 

February 1 947— Congresswoman Margaret Chase Smith, Republican, Maine, intro- 
duces legislation proposing the formation of the Women's Medical Specialist Coips, 
to be composed of physical therapists, dietitians, and occupational therapists. 

24 March 1947— The legislation proposing the formation of the Women's Medical 
Specialist Corps is passed by both the Senate and the House of Representa- 
tives of the 80lh Congress. 



16 April 1947— President Harry S. Truman signs Public Law 80-36, the Army- 
Navy Nurses Act of 1947, establishing the Women's Medical Specialist Corps". 

5 December 1947— Col. Emma Vogel, a physical therapist, is appointed as the 
first Chief, Women's Medical Specialist Corps. 

1 949— Postgraduate training programs in occupational therapy, after being dis- 
continued in 1933, are reinstated for military personnel in three Army hospi- 
tal affiliations. 

22 June 1949— The Surgeon General is awarded an Oscar for Toward Indepen- 
dence, a short documentary produced by the Signal Corps and depicting reha- 
bilitation of wounded soldiers by WMSC physical and occupational therapists. 

5 June 1950 — North Korean Army units invade South Korea across the 38th Parallel. 

6 June 1950 — President Truman directs the Commander in Chief, Far East Command, 

to deploy United States combat forces in support of the Republic of Korea. 
25 and 27 June 1950— Resolutions to organize a peacekeeping force to defend 
the Republic of Korea under auspices of the United Nations are ratified at the 
United Nations, 

3 August 1950— The first members of a small military advisory group, authorized 
by Secretary of Defense George C. Marshall to oversee usage of the military 
assistance being provided by the United States to French forces in Indochina', 
arrive in Saigon. The advisory group of 128 positions includes Navy, Air 
Force, and Army personnel. 

July 1951 — During the first week of July, negotiations to end the Korean War 
begin between delegations representing the United Nations and North Korea 
and China at Kaesong. 

1952 — Col. Harriet S. Lee begins a two-year term as president of the American 
Physical Therapy Association. 

30 June 1953— Women's Medical Specialist Corps active duty strength is 607 per- 
sonnel compared to the Army requirement for 900 Corps officers. 

27 July 1953— The truce halting the Korean War is signed at Panmunjom, estab- 
lishing an armistice line located generally to the north of the 38th Parallel. 

23 February 1954— The Office of the Chief, WMSC, is changed from divisional to 
staff level, functioning directly under the Army Surgeon General. 

May 1954 — French forces in Indochina are defeated by the Viet Minh at Dien Bien Phu. 

3 June 1954— France signs a treaty of independence with the Bao Dai govern- 
ment, establishing the State of Vietnam and including the State of Vietnam in 
the French Union. 

21 July 1954 — The Geneva Agreements are signed dividing Vietnam at the 17th 
Parallel. The United States and the State of Vietnam nonconcur. An Interna- 
tional Control Commission is established with representatives from India, 
Poland, and Canada to supervise adherence to the Geneva Agreements. 



9 August 1955— Legislation authorizing the commissioning of male nurses, dieti- 
tians, physical therapists, and occupational therapists in the Army Reserve intro- 
duced by Congresswoman Frances Bolton, Republican, Ohio, is passed by the 
84th Congress as Public Law 84-294, The Women's Medical Specialist Corps is 
retitled the Army Medical Specialist Corps. The black-lettered silver caduceus in- 
signia is retired and is replaced by a black "S" superimposed on a gold caduceus. 

1955— Col. Ruth Robinson begins a three-year term as president of the American 
Occupational Therapy Association. 

1957— The Army Student Dietitian Program is instituted. 

1958— Col. Agnes Snyder begins her three-year term as president of the Ameri- 
can Physical Therapy Association. 

1962— The Army Student Occupational Therapy Program is instituted. 

January 1963— Lt. Col. Mary Lipscomb, a dietitian, becomes the first Army Med- 
ical Specialist Corps officer to receive a doctoral degree. 

31 March 1966— House Regulation 14208 establishes the grade of colonel to be 
held by the chief and assistant chiefs of the Army Medical Specialist Corps 
during" their four-year appointments. 

1966— American combat forces totaling 335,000 personnel are stationed in Viet- 
nam (an increase from 24,000 in country in 1964) as members of the South- 
east Asia Treaty Organization signatories coalition. 

1 968— The first history of the Army Medical Specialist Corps authored by seven- 
teen women who served in the Women's Medical Specialist Corps is pub- 
lished by the Historical Unit, United States Army Medical Service, Office of the 
Surgeon General. The text focuses on the years 1 947 to 1 961 

July 1969— American combat troops begin phased withdrawal from South Vietnam. 

December 1970— The Department of the Army Subsistence Operations Review 
Board is convened to review the garrison menu. A senior Army dietitian is 
designated as a board member. 

lime 1970— The first Corps officer graduates from the Graduate Dietetic internship 
Program, a postgraduate master's- level program established between Walter 
Reed General Hospital and the University of Maryland. 

October 1971— Col. Katherine Manchester is installed for a two-year term as 
president of the American Dietetic Association. 

20 December 1972— The master's- level postgraduate course in physical therapy, 
offered in cooperation between Baylor University and the United States Army 
Medical Field Service School, Fort Sam Houston," graduates its first class of of- 
ficers. The program is fifteen months in duration. 

December 1972— The U.S. Army Medical Field Service School is redesignated as 
the Academy of Health Sciences, U.S. Army. 

28 January 1973 — The formal cease-fire takes effect in South Vietnam. 



1 April 1973— The AMEDD reorganization plan and DA General Orders 7 of 26 

February 1973 establish Health Services Command, headquartered at Fort 
Sam Houston, Texas. 

August 1974— Col. June Williams becomes the first woman and only member of 
the Army Medical Specialist Corps to serve as the Deputy Superintendent, 
Academy of Health Sciences. 

1 976— The Army Student Dietitian and Occupational Therapy Programs cease 
due to the need to reallocate active duty personnel spaces. 

1978— The Department of Defense enacts the Defense Dependents Education 
Act, thereby authorizing students in Department of Defense schools the same 
medical support provided students in school systems within the various 
states by the Education for All Handicapped Children Act (Public Law 94-142, 
29 November 1975). The Army program complementing the Defense Depen- 
dents Education Act is titled the Exceptional Family Member Program. 

1984 — Col. Martha Cronin, a dietitian, becomes the first AMSC officer to graduate 
from the Army War College Residency Course. 

1989— Col. Roy A. Swift is appointed Chief, Army Medical Specialist Corps, the 
first man appointed to the position. 

1990— The hospital Food Service Specialist, MOS 94F, is redesignated as Hospital 
Food Service Specialist, MOS 91 M, to recognize the specialty's unique medical 
qualifications and to preclude confusion with the Army Quartermaster MOS 94B. 

2 August 1990— Iraq invades Kuwait. United Nations resolutions approve use of 

force against Iraqi aggression, and the United States deploys the vanguard of 
a 550,000-person joint combat command to the Persian Gulf to effect an Iraqi 
withdrawal. The operation is code-named Desert Shield. 

Fall and Winter 1990-1991— Fifty AMSC officers are assigned in Southwest Asia 
in support of Desert Storm: 40 dietitians, 6 physical therapists, and 4 occupa- 
tional therapists. Three-fifths of these personnel are activated from the Army 
Reserve and Army National Guard. 

23 February 1991— Ground operations by United Nations coalition forces begin 
against Iraqi military targets. Within five days, Iraq withdraws from Kuwait. 

1 October 1991— The AMSC Division is established in the Academy of Health Sciences, 
Fort Sam Houston, Texas. Col. Richard Lynch is the first Chief, AMSC Division. 

5 December 1991— President George Bush signs authorization for the Depart- 
ment of Defense appropriations bill, thereby enacting legislation which will 
integrate Army physician assistants as members of the Army Medical Special- 
ist Corps. The legislation provides for commissioning physician assistants in 
the ranks Ol to 04, and establishes a fourth section for the Corps in the Of- 
fice of the Chief, AMSC, OTSG. 

February 1 992— Physician assistants in the Army Medical Department worldwide 
are integrated into the Army Medical Specialist Corps. 

25 April 1992— Maj. Jimmie E. Keller is appointed the first Chief, Physician Assis- 
tant Section, Assistant Chief, AMSC, OTSG. 
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